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TUCK'S POST CARD 

CARTE POSTALE. POSTKARTE, 


2?j/ Appointment. 

CANTERBURY CATHEDRAL: Since A. D. 
597, when St. Augustine landed in Kent, the site on which 
Canterbury, Cathedral stands has been occupied by a 
Christian Church. The present edifice dates from 1070 
when the old Saxon Church was rebuilt by Bishop 
Lanfranc. The Choir (the longest in England) was 
completed in 1184, and the Nave in 1880. The total 
length is 522 feet, and the Central Tower is 285 feet 
high. Canterbury Cathedral is inseparable from the 
History of England, and to its historic associations rather 
than to its architectural glories, owes its chief interest. 
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ENGLISH CATHEDRALS SeriesII. 
Raphael Tuck & Sons’ “Oilette" fRegd.j Postcard 6499. 
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CANTERBURY CATHfDRAL Since A. 1). 


597, when St. Augustine landed in Kent, the site on which 


(For Address Only.) 


Canterbury Cathedral stands has been occupied by a 
Christian Church. The pres nt edifice dates from 1070 
when the old Saxon Church was rebuilt by Bishop 
Lanfranc. The Choir (the longe-t in England) was 
completed in 1184, and the Nave in 1380. The total 
length is 522 feet, and the Central Tower is 235 feet 
high. Canterbury Cathedral is inseparable from the 
History of England, and to its historic associations rather 
than to its architectural glories, owes its chief interest. 



C T ? A f \ , f 
















ENGLISH CATHEDRALS Series II. 
R tyhaei Tuck & Sons’ “OlI-ETTE” [Reird.] Postcard 6499. 
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For Postage, in the United Kingdom only, 
this Space may be used for Correspondence 
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TUCK’|,#bST CARD 

CARTE POSTALE. POSTKARTE- 

By Appointment. 

CANTERBURY CATHEDRAL: Since A. D. 

597, when St. Augustine landed in Kent, the site on which 
Canterbury, Cathedral stands has been occupied' by a 
Christian Church. The present edifice dates from 1070 
when the old Saxon Church was rebuilt by Bishop 
Lanfranc. The Choir (the longest in England i was 
completed in 1184, and the Nave in 1880. The total 
length is 522 feet, and the Central Tower is 285 feet 
high. Canterbury Cathedral is inseparable from the 
History of England, and to its historic associations rather 
than to its architectural glories, owes its chief interest. 
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